Cathedral  of  St.  John  the  Baptist,  Charleston,  S.  C. 
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Artistically   and   architecturally   is  one   of  the 
most  magniticent  buildings  in  the  South.  Con- 
structed of  brownstone,  about  200  feet  long^from 
the  main  entrance  to  the  vestry.  FromyHfevflfldr 
to  the  apex  of  roof  is  60  feet.   The  rrwn  altar 
is  an  exquisite  work  of  Vermont  maral^atx^  }he  I.  > 
other   altars   are   of   marble.    There-~^ar^  '  fifty  '  t 
leaded  stained  glass  windov/s  from  [^^nialj  re-'\*|  S 
^       producing  masterpieces  of  great  artisfs.  o 
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